


Gallery Hours: 

Monday - Saturday 10am - 5pm, Sunday 1-5 

On reverse: Studio, 60 x 48” oil by Christopher Zhang 



Lyme Art Association 

90 Lyme Street, Old Lyme, Connecticut 06371 

860-434-7802 www.LymeArtAssociation.org 





